75 Modern Air Cooled Rooms. 

Excellent Coffee Shop in Connection. On Will Rogers 
Memorial Hyway 66 and U. S. 54. 

“Visit Conchas Dam, Only 30 Miles Away.” 
W. A. Randle, Proprietor 




MWM Color- Lit ho “Burshecn” Finished, Made Only by MWM - Aurora. Mo. 
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HOTEL pANDLE 
TUCUMCARI. NEW MEXICO 
























